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looking at all, but a nice young fellow, and
very hard-working. He came with us on
our journey to Kohima at the time of which
I write, and was very obliging, and ready
to put himself out in any way in order
that we might be comfortable, which, con-
sidering that we were departing, as we then
thought, for good from the place, was very
courteous on his part. We were very sorry
to part with him at Mao Thana.

The scenery on the road between Kohima
and Manipur is magnificent. Some of the
hills run as high as nine thousand feet, and
yet until you are within three days' journey of
Kohima the road is almost level, winding in
and out along a narrow valley. Forests of
oak abound the whole way, and in the cold
weather the trees lose their foliage, making
it look very English-like and wintry.

Sometimes you find yourself riding along a
narrow path which skirts round the side of a
steep hill, while below yon is the river, clear
and blue and deep, with an occasional rapid